2240 


16.  David 

son  of  David  and  Louisa  Smith 
died  July  27,  184(?)6 
AS  7  y  '  s 

(some  lines  of  verse,  illegible) 


17 '  fieldstone  tombstone,  illegible 

18.  Elizabeth 

wife  of  Philip  Horn 
died 

Aug.  21,  1879 

AS  77  y's  &  11  mo  &  26  d's 


(4  lines  of  verse,  illegible) 
HLRP,  09-03-77: 


^  ?-round  here  used  to  be  known  as 
at  Orazzi?sa-e'“P°SSlbly  oyer  at  Shust’s  or 


19.  Charlotte  Horn 
wife  of 

Truman  Whipple 
died 

June  8,  1861 

IE  81  y's  &  6  mo's  and  1  d’s. 


20.  Philip  Horn 
died 

May  5,  1842 
AS  52  y's 

(4  lines  of  verse,  illegible) 

21.  John  Rivenburgh 
died 

Mar.  28,  1854 

7E  69  y's  2  m.  &  16  d’s. 

22.  Nella 

wife  of  John  Rivenburgh 

died  Sept.  4,  1842 

7E  60  y's  2  mo.  &  12  d's. 

23.  small  stone  near  #22  marked  "E.  H." 


